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MEMORANDUM FOR; Director of Communications 
ATTENTION : 

SUBJECT i Transmission of Digital Biomedical 

Signals from MM to Headquarters 25X1 A 
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X, In the summer of 1973 the Director of Medical 
Services initiated discussions with the Director of 
BUNT concerning the continuing QMS goal to enhance the 
headquarters medical support for Agency personnel 
overseas. During these deliberations, it was agreed a 
pilot project would be established to transmit medical 
data between and headquarters . 


2. In September 1973 the above was incorporated as 
m item to be accomplished as part of an QMS office level 
objective to establish a Central Headquarters Diagnostic 


Facility 


The Of 


tv. 

met with Messrs — 

Comaunications Division) , 
^ (DEL) 

medical data 


stems Development Officer 

1 (PC/ Staff 25X1 A 
/BB.S£T) and ^ 0AIA 

to' explor e various ways to transmit 
»«, »**.** *M»v -e tween ^^^^B and headquarters. It was 
determined the first step would be the transmission of 
paper documents utilising facsimile equipment. This was 
then to be followed by the transmission of digital 
biomedical (BKG and Spirography) data via satellite from 
to headquarters for analysis with the results of 
eaurouter /human professional interpretation being transmitted 
- 1 - * - — «rt~ first transmission of 


from headquarters to 


documents by facsimile equipment was completed in June 
1974 with subsequent transmissions being accomplished as 
the specific need has arisen. 
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